To:  Gray,  David[gray. david@epa.gov];  Assunto,  CarmenfAssunto. Carmen@epa.gov];  Hayes, 

Mark[hayes. mark@epa.gov];  Rinehart,  Jon[rinehart.jon@epa.gov];  Ragon, 

Derek[Ragon. Derek@epa.gov];  Acevedo,  Janie[Acevedo. Janie@epa.gov] 

From:  Brown,  Cynthia 

Sent:  Sun  8/9/201 5 3:40:52  PM 

Subject:  FW:  Sign  in  Sheet 

Sign  In  Sign  Out  sheet  for  EPA  personnel. docx 


Please  use  the  attached  Sign-in/Sign-out  sheet  for  the  Gold  King  Mine  Site.  You  can  complete  it 
for  the  week,  sign  and  bring  it  to  the  REOC  or  scan  or  fax  it  to  me.  The  Fax  number  in  the 
REOC  is  214-665-9718. 


Thank  you  for  your  assistance. 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cynthia@epa.gov 
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